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1. Frecuetion of MIG-15 motore was to start at the Rabe Faetory at Gypdr by the 
berimniag of 1951. —_— 


a It is rumored thai, the Russians have dismantled and sent to the USSR the 
snelting works at Gytr. 


3. Vagen 63 Cépgytr ‘sommonly known as “Vagongyar") et Gyr is near tie reiluay 
station on the rou between Vienna and Budapest. On 1 July 1951 is passed under 
tne complete control of the Russian militery. The reason is gaid ico be that 
i95C production wis fer inferior to what was exoseted, and production in the 
first months of 1051 did not improve. 

/ 


4. Monthly production at Vagonayér includes 5-6 stecr-engine locomotives s Ps © 
other locomotives. 10 passenger cars, 15 freight cers, an umknovn sumber of ~ 
airplanes, 500 trucks, an unknown manber of T--34 tanks, wheels in «umber 
as neoded, materials and parts for steel uridges in number as nceded, an unknown 
maimber of small beata without motors, Sinee June 1951 arms for’ ‘in? ‘antry heve 
been produced in the north pavilion. 


5. Workars at Vagongyar include Russian, Hungarian, and German technicians. there 
are vsout 30,000 Isborers, mostly Hungarian, but including sbout S00 Germans and 
600 sustedana. The tachinery is Hungarian and German, The plant covers about 
24, syuave kilometers and has buildings of one. two, and threa stories 
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